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SUB J : ELECTRIC POWER TO BE SUPPLIED FROM VENEZUELA TO CURACAO 

1 . ACCORDING TO A PRESS RELEASE, ONE OF THE SUBJECTS TO BE 
DISCUSSED DURING THE VISIT OF THE MINISTER PRESIDENT OF THE 
NETHERLANDS ANTILLES TO VENEZUELA, BEGINNING AUGUST 23, 1976, 

IS THE LAYING OF AN UNDERSEA CABLE BETWEEN THE VENEZUELAN 
COAST AND CURACAO. THE CABLE IS TO TRANSMIT ELECTRIC POWER 
GENERATED AT THE GURI (RAUL LEONI) DAM TO THE ISLAND. 

2. THE PRESS ARTICLE STATED THAT PRELIMINARY DISCUSSIONS ON 
THIS PROJECT HAVE ALREADY BEEN HELD. 

3. COMMENT: THE DISCUSSIONS TAKING PLACE ARE MAINLY ON THE 
POLITICAL LEVEL. THE IMPLEMENTATION OF SUCH A PROJECT WOULD 
DEPEND NOT ONLY ON AGREEMENT REGARDING THE SPLIT OF THE 
COSTS FOR TRANSMISSION LINES IN VENEZUELA AND THE UNDERSEA 
CABLE, BUT ALSO ON THE AVAILABILITY OF SUFFICIENT POWER 
GENERATED BY THE GURI HYDRO-ELECTRIC PLANT. FROM INDICATIONS 
RECEIVED FROM GURI'S OPERATORS, EDELCA, POWER GENERATED BY 
THE PRESENT FACILITIES AND BY THE REMAINING TWO TURBINES 

TO BE INSTALLED IN THE PRESENT DAM. WILL BE ABSORBED FULLY 
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BY VENEZUELA AND ITS LARGE INDUSTRIAL DEVELOPMENTS. THUS, 
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SURPLUS POWER MIGHT ONLY BECOME AVAILABLE FOR EXPORT AFTER 
INITIATION OF POWER GENERATION BY THE SECOND PHASE OF THE 
DAM, SCHEDULED FOR CONSTRUCTION BEGINNING TOWARDS THE END 
OF THIS YEAR. 

VARY 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ELECTRIC POWER, INTERGOVERNMENTAL COOPERATION 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 25 AUG 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976CARACA10253 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760325-0945 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760822/aaaaasuo.tel 

Line Count: 66 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: harterdg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 AUG 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 AUG 2004 by SilvaL0>; APPROVED <10 JAN 2005 by harterdg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ELECTRIC POWER TO BE SUPPLIED FROM VENEZUELA TO CURACAO 

TAGS: ENRG, VE, NA 

To: STATE 

COM 

Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



